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Chapter  1  by  Tiana-Ellen  Degenkolbe 

It  was  a  normal  night.  Not  cold  nor  windy.  It  was  just  fine.  There  was  a  boy  named  Josh  laying  in 
his  bed.  He  just  couldnt  get  to  sleep.  He  though  he  kept  hearing  footsteps  from  the  attic,  but 
when  he  got  up  his  mum  and  dad  were  asleep.  He  woke  them  up  and  asked  them  to  have  a  look 
in  the  attic,  but  nothing  was  there.  He  went  back  into  bed  but  could  still  hear  the  noise. 
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He  suddenly  got  really  cold!  He  looked  around  him  frantically  and  for  a  second  he  caught  sight 
of  something  white  and  small  in  the  corner  of  his  eye. 
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